www.wcwep.cuwcd.com WCWEP Irrigation Ticket 2022 


WCWEP Ticket Type: CUP Field: 2223 
626 East 1200 South 
Heber City, UT 84032 Rotation: 8 Days Pressure: 49 P&I 
Nozzles: 11/64 Inch Flow Rate: 6 GPM 
Operator: Remarks Lawn or Other Area: 9.50 Acres 
Wendell Rigby Lawn system 6 zones @ 15-20gpm, 10 hours total run time 


once every 3 days. 
| 


Share Area: 10.0 Acres ! 


Water may be used as needed prior to May 16th. Beginning May 16th watering is allowed on turns only. 
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J. Water is to be used in accordance with water use plans as submitted to the project office. 
2. Systems with leaking or open end lines or hoses will be shut off. 
3. Ifyou need to make a change to this ticket, or do not plan to use water as scheduled, please 


contact the project office. 654-4369 


J. Canals may be shut down for moss control throughout the irrigation season. Any affected 
water turns can be rescheduled. 


5. Please Note: Water may not be available through the end of the year. Water users will be 
notified if water is reduced or is no longer available. 


Project Office Secretary: Kristie Erickson Operations: Paul Shelton 

626 East 1200 South Ryan Perry 

Heber City, UT 84032 Manager: Roger Pearson 

(435) 654-4369 Engineer: Chris York Emergency Phone (435) 503-0460 


Tuesday, May 10, 2022 


